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Message Text 


UNCLASSIFIED 

PAGE 01 MILAN 01098 181433Z 

51 

ACTION HEW-06 

INFO OCT-01 EUR-12 ISO-00 OES-05 EB-07 COME-00 /031 W 

082918 

R 181345Z JUN 75 
FM AMCONSUL MILAN 
TO SECSTATE WASHDC 4078 
INFO AMEMBASSY ROME 

UNCLAS MILAN 1098 

TAGS: OGEN, ETRD, TBIO 
E.O. 11652: N/A 

SUBJECT: INADEQUATELY LABELED DIAGNOSTIC MEDICAL DEVICE 
REE STATE 094432 

1. CONGEN HAS CONTACTED CARLO ERBA REGARDING CONTENT OF 
REFERENCED TELEGRAM. 

2. AFTER A CHECK CARLO ERBA INFORMED CONGEN AS FOLLOWS: 

1) CARLO ERBA HAS NOT RECEIVED THE SERVICE INFORMATION REPORT 
NO. 1070 DATED FEB 22, 1974. 

2) THE COMPANY HAS NOT RPT NOT, HOWEVER, EVER SOLD THE MODEL 
IN QUESTION. 

3) HOWEVER, CARLO ERBA HAS CONTACTED THE U.S. COMPANY TO 
OBTAIN FULL DETAILS REGARDING THE MATTER IN THE EVENT IT SHOULD 
SELL THE MODEL E-IO-C TREADMILL IN THE FUTURE.FINA 


UNCLASSIFIED 
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